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Classification Decision: 


Objectionable. 
Display conditions: 

Not Applicable. 

Descriptive Note: 

Not Applicable. 


Direction to issue a label has been given on: Not Applicable. 


SUMMARY OF THE REASONS FOR DECISION: 


The magazine entitled Hot & Homy Bailers Number 2 is classified as: 

Objectionable. 

The magazine is classified as objectionable because male and female subjects 
depicted in photographs are degraded and dehumanised. The magazine contains 
extensive close-up and extreme close-up photographs of the participants’ genitals. 
These close focus depictions tend to render the participants as parts rather than as 
people. The degree to which the depictions are degrading and dehumanising is 
sufficiently significant to impact on the magazine as a whole. 

The Classification Office has balanced the right to freedom of expression against the 
manner, extent and degree of the degrading and dehumanising photographs within the 
magazine. The Classification Office has given significant weighting to the issues 
considered under s3 of the Films, Videos, and Publications Classification Act 1993, 
and to section 3(3)(c) in particular. It is considered that the limitation of si 4 of the 
New Zealand Bill of Rights Act 1990 given by the classification is reasonable and 
demonstrably justified. 
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